A SIDE VIEW OF THE PRATT & WHITNEY WASP

JUNIOR ENGINE OF 420 H.P.
Fourteen cylinders arranged in two staggered rows of seven each

BRISTOL "PERSEUS" SLEEVE VALVE ENGINE OF
495-515 H.P.

THE RENAULT 220 H.P. INVERTED AIR-COOLED SIX-CYLINDEB ENGINE
This photograph shows the mounting of the centrifugal supercharger
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